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end of the tubes. The flageolet is an open pipe in which the air is set in vibration by blowing a thin sheet of air through the slit of the mouthpiece against the thin edge ol the opposite side of the embouchure. The rate of the fluttering produced by the air striking upon the thin edge is determined by the length of the pipe of the instrument, the length being varied to produce the different notes, by open-
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Flageolet.
Ing or closing the linger holes. By comparing the flageolet, with the Pandean pipes, it is found that for a given note the open flageolet pipe must be about twice as long as the Pan pipe. When all the finger holes of the flageolet are closed, it is then a simple open pipe, like an organ pipe, and, if compared with the Pan pipe yielding the same note, it is found to be just twice as long as the closed pipe. If, while
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the holes are closed, the open end of the flageolet pipe be stopped, the instrument, will yield a note an octave lower if the blowing be very gentle. These experiments show that, the note produced by a stopped pipe, is an octave below the note yielded by an open pipe of the same length, and (he same as that, obtained from an open pipe; of double the length. The ocorina is a curious modern instrument, of much pulling  it     tim, nhisu-d R,,a,
